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THE GAZETTE OF INDIA : EXTRAORDfNARY 


[Part HI—Sec. 4 ) 


2012 11 


(2) ^ ^ 'vi-1cl> cf^ Trrf^ I 

^ ^tf^) 2009 (f^r^ H^T^iq ^ f^RR TRTT t) ^ fc) p | tL|H 2 

^ ^ fcrf^RR (l) ^- 

(i) ^ (^) ^ wmcT, ftMf^rfecT ^ ^rai^i^TTf^tcr vftrttt, ararf^:- 

'(^) 3f^" ^ tTRT 14 ^ ^ ^ ^ R | P i f?td 

^ wfRT HTTO ^ srgqTcT ^ l^rf ^wjd i 3[^ t ajk 

^vjiI ^arqr sf^qicr ^ "t, Tff cp^Tlii "^Rcf^R 

fcrPrf^ ^ ^ ^ IcTf^ M 'm^ WRTT;'; 

(ii) ^ (^.) c^ iR, Pl*-i(eiRaa ^ vJnTRTT- 


(^.) 'tcK ttt 'tcK ^d" "^t ^ vj^ ^arm 

^ f^ tTRT 14 ^ ^ (cf?) C^ a^fR Srf^'qTqa ^5^ viiM'HVl HH4> ^ ^TTETR cf>aT 

qiai^c^^d^ ^ 1^ >iHMqRfa ^gRTT ^ ^ 3 tM?T 11 

(iii) ^ (^.), c^ ^^Tiiq, RnfcHRyd ^ 3ra:W[Rn ottxrtt, 3T#q 

TTT Rtiai" ^ ^qei^qxi ^ar ■^Tcn^^jc^ ^ ci^ 

^ ^ cTIcTTgcf^cW ^-qai t TfT RclRd cf>^ f 3f|^ 

^^TFTrJt, RR^fdi afR arg^rm tnft, Rr^ ^ cj^ar q^ eRor eRrR 

^ t, a[M^ 11' 

3. ^ fcrPRmt fctf^m 3 ^ rr^h ( 1) 

(i) ^ (^), c^ qrmq PTRfcrfeq ^ fcRq vjrrqqr, ararfq:- 

"(^) amf^." 

(il) ^ fciPm (1) c^ qTtn?r, RnldRsia ^ RR^h 3 ra:^sT]Rcr R^ 

3T9^fq:- 

"(1 ^ RPm (1) ^ ^ (1) ^ RRRte RRrfe 31 R-^. 2013 ^ 

WTc[ Tjf^ cf)aT qic1ljc[^d4> ^qRR Rj^T TJfrqqr I" 

4- ^ RR^ RRqq 4 ^ R-^hh RRm 4 ^ ^ RRm (1) ^ ^ ^ 

^<s<h'R)ci R>qr ^jnqqr atk qq>R ^f^sqlR^cr ^ RRq^ (1) c^ q?xn?T 

Rj gq. ^'^iPbd R?q( qqr t, RpqfcT%?T ^ RRqq aRwiRcr qnq^ 

amfq 

\ 




’TOT ^ 
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[iTO III—4] 

"(2) ^I?r EIRT 14 ^ ^ 3 Tf^Rjf%T?r ^ mcTTJ^eT^ ^ 

"efcT^ "‘R ^ fcT? ^eicl ^ ^'i'<lSRT ^ v^^jil 

■^arm 3TgqRT ^ g^sRT ^ ^ ^ ^gf^rf^ 1% - 

'(■^P) €fMR ^ 'Hy^f^Id cf>^ tfjar 

cHcngcfgc^r^ ^ '^cjcj? cf^f ^ f^RT^r g^sRT ^r 

elcld y<Jff ?Wt, eiivjiK ^ Tjof ^ Pl^icpiRiq ZTT c^eieigcKi "^Tr 

wm tor WPTT; 

(^) ^feR ef^ ^^kMct ^ ^^#eT wrgc^i^ 

^ cTlff^ ^ f^Rf^ g"1'<l($RT "^^R ^cH ^Tfff 6^11, ^TvjTR 

fcl^ c]R^ t 3 jk RPRTR 3 ^ ^ RPlilH (l) ^ ^ ^ 

'{-I'y^l^fcT ef^ 3r^ TR ^f^R R 

vdMc^rJla 1 

(^) ^ TTRPw vdmiiX f^Rrt[ oqmi'ii ci?r 

3fR Wfto<3ft ^ f^im ^ f^ ^5?^ffecr y^fR ^^llRel t, cf^ 

gPii}')(^‘^ yR^ sfk ^ di^i'isi ^ f^RT^r w ^ ^ 

(y?) 3 fR ^ (^) ^ wMtfr y^r 3 ?pT cfR^ ^ y^')vji-i ^ f^ 
p^tfiRr el^icTi ypT R>'Mi yyr f i 

(3) vjR^ srpTiyy tn^, Prt^ ^ ejMR yf^ferfcmt ^ ^ 

fcri^iR (2) ^ (y>) RiPiR^i vjy^ yy argyr^y ■gPffercT yR^ sRRRr 

FtdT t 3 jk y? yry^ ^ ^RRlym ^ ym yykr ^ fcif^RR (2) ^ 

(y?) 3 fR (^) Pif^td if> 5 T c^iaigcr^dcpl ^ yard! ^ ay^ "R 

v 3 M ‘ y)cKi i ^jR l -y i Rd yyy yR^ ^ y^1%yi^ aipy yRyi t, ?fr arpriyy yRt 
^RyR yrT argytyy ^ ^ fciPm ( 2 ) ^ ^ (y?) afR ^ (^) ^ Pri^ 

y?aT ci i d i gci^^y ^ ^ ^ sirr yR^ argg^ A yrrfy yy arPry^eyy ^ arpTR 
^ ^ ^yR yy fctPryy 3 ^ ^ RPyy ( 1 ) ^ ^ (vii) ^ Prf^ ^ 37 ^ y^ 
argym y^ ^yyyPkr ypyr I'' 

5. RPyPr ^ PPyy 7 

(i) ^ fcjPryy (3) ^ wy yy, Pinf^RsJd yy fctPryy r^t ympy, ar^rtg:- 

'' (3) yy fciPryy (1) ^ artfR yR yyy^ yy^r arg^ yy aryPr ^ fcrf^Rpy 
#fr PRT^ fc^ ^ 14 ^ ^ (y>) ^ areffy RRfyy yRT arPRjPref aj^rf 
yyyW yryy^ yRT PrPrf^ rr etyyr ygfr 11", 
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[Part 111— -Sec. 4] 


(ii) ^ (5) PlHlelfecI ^ fctPm 

srarfci 

"( 6 ) ^ ^ ^ ^ 

qicii^cf^cicp ^ ^ eleid RiHcf>mi vjii'f) ^ feP? 

arpTT ^ wsFu cfT^ t, ^ IV ^ x?c[j Tfrwr Ft^ft i 

(7) arg^rm £tt^ RiMchi^ ^ argrTfcT ^ ^ar cn^rgcj?^ ^ 

W ^ ^ yrfrfjRT ^ifer ^ 'MH^i'inM ^JrTR^ ^ ej'lviiHI 

eft vjxil ai^nfcl ^ feTT? ^^rfrtatcT '^ck el^lel ^ w<^eei F^ ^ T?F ^TRT 
anct^ cpx^i fWt (" 

6 , ^ fc|Pl<i+l'i ft^PTH ftl^RFT 8 ^ ^ fctf^RR (1) ^ ^ ^ ^ 'H'lsi||R)d 

^ik^w ajk F^ SR?R RiPiiin (i) ^ w^- 

(i) ^ (^) ^ wmc[, PlHfeiRsJd ^ aRTiWftef WPH, 3Tarfc[:- 

''(^) arpiiH^tii'?! yiRic^d fctcRcjff, ^ci^X f^^cnaff, 

c^qciycnn vdcHK'l ^ ^ Pi^<Ki fet^ w t, ^ ararfrtcT ^ anpft 

^^nfTTFS ^ 'HMqRIei afR cT^, 1 3f^ cpt F^ afR 

arPtftcT arf^Rjyui'i ^ y'fga fWti 

(ii) F^ Sm?R ^ ^<sqiRba ^ ferf^RPT (1) ^ PlHf^fed ^ f^pRPT 

3Rr:^«TTfteT aratf^- 

"(2) R«pl ^ f^ ^ ^ '(iHqRIa ^ar qidi^ci^dct?) yF yr 

^ ^ ^ yF Rtyyyi? yrj ^ yF FfyyRf^ f^t R r fe^l yfr >H i c[CiP | cb Fmr 
v5i^, ^ ^ ^ar yft ^ ufmr t, ^sTmr t feeftyF ^ymr t, 

R>yi vjiicii t ^ aRi yyyF ^ ^Hdi ^ FtyFy yft cp^rtt 

vSTTctT t aftF yjar qiqi^q^ciyff ^ ye^y> simi'j) a^Tyr f^<^d i — 

(y^) ^ FTraiF^ ^ FTOT ^ y^ ^ ^ 1^ 3ny^ F^yi; 

^) F^ f^pRpff ^ ar^yr^y ^ yi^mi^ffy afR 

(y) F^ RlPiq^l ^ argFTR yjar ymr^^j^y^ yft ^ fui ^^c^K F^yti 
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iW\ III—4] 


7. [^Pl^^ T i t ^ 11 A RiR^h (4) 3ft^ (5) ^ ^ Pi*-if^feT 

^ wftcT ^rni^, 


"(4) ^ 3 R 1 W ^t?TT t. ^- 

(cf>) ^ vm V ^ ^ ^ ft? ^ ^ srPft?^ 

^ ^jf^ cf>^ 51 T sfgiTm ^ w ^ ^ ’te,- 

(i) cf>§T cj l d l ^clyich C^ TT^ ^’wcjftlcl eT^ ^ ^ ^ 

^ ^TTj ^ ^ ^ 

(ii) eZJ^ C^ Pl^Jillj'MK 6 ||vj1R ^ ^ ^ 6C|V^<II; ^ 

(iii) ftiim wnfr ^ ftft^^ 

(^) vjWfcRTTSff ^ ^ ^ 3?fti'Cj[qci cf)^ v^ vjfxRT 

(n) srgirm trrft 3iH o^ni^ c^ f^eif^ Pi«I^ <pi4qi^ ^ ^ ftR 

3Tftrt%^ STftcRuff ^ «P^; 

"(5) 3TgiTFr?f trrft, ftPi^n (4) ^ vjfeciRger ^ 3 t^ ^ ^ 

^ ft^ ^ '‘frm - 

^) ftft^ ^ 31 ^ ^ cbi'Jcii^ ^ ^ VI ^ 

srgqrcT^ 3ft^ 

(^) ^ ^ (^) ^ Plft^ STJTTePT RmIcI ftftft^ 3T^ ^ Ml^ 
^ ^ t, eft ^ ^ STKT mftcT 3fm^ # 3fft?ff 3fR ^ 
ft?^ ^ ftr^ ^ wprr I 

(e) ezj^, ^ (cf>) ^ 3 Tgm^ R^i sfR ftftRrrr (5) ^ ^) ^ 

mftcT snWt ^ T?^ yf^ y 5 t strt 17 sik ctrt 27 ^ ^ 

■^1^ ‘ 3 lftrt%?T 3 rf 5 ft>Wf ^ I 

(7) ^ sTg^rm «Trft, ^ ftftRm (4) ^ ^rcSk ^ eTkt wr 5 t ft>^ ^ 

y?T 3Tgqm ^ ^ 3R1W t, ent ^ 3Tft[ft<T ^ 
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(^) fcTPm 7 ftPiAiH (i) ^ ^ ^ ^ 

(^) yWl 14 ^ 'iS^'S (cf>) 'M'<cp|'( GKI \d9VJlI vJH+lVl 

TTFrcf> ^ cf^, cJ>nfli^ IfM EfRT 14 ^ ^ (^) ^ 3T^ffn 

fcTcIN 3ft^ cbl'Jcll^ ^ fc^ ^ (^) ^ 3TEft^ 62JYt 

3TT^ ^ argqr^ cf?^ uif^ 3Riwr wr t, 

^ ^ Rnlci ^ RhW cj^ 

(^) Wfr^WI3# cj^ ^ fffcT ^ ^if^RjjxIcr 

(^) err?!' feeim? Pi^ifin <^)i4ciif^^i cf?^ ^ 

fc^ 3T1^F%T 3Tf^^ 

8. ^ fcrf^RPTlf ^ Wr II fclOTH 5 ^ WPT plHfelfed 

W vjII^JII, 3TSlfcI:- 

"5. 4tuHT ^ cF?^ IR vdMMRcl ^ 

^|41 t. ^ qiai^c|7yicj7 cFH TSK PiHIj'HK f^TCFT vjUk’^ll: 

(^) ^ ^ TfFg^ TSR ^ 3F3^ ^ t, ^ 

^eid ^ ^ ZF?t cTrte ^ W ^fTRT ^ cF^ ST^Hfrl ^ 

f^ 3TTt^ Ftni; 

(^) Wf f^^PTFf cF^ ft v34Ic1Rc 1 ^ ^ ^ ^STT^t W ^mcTT t, 

^ IV c^cF^ ITcF> TftW ^ cFf ^tft I". 

9. ^ RtRl^4f y'dM III ^ H^-ciiq, Pi^-lfdRsia ^Rny aRTi'^OTTf^ 

8 ?^:- 

"TRsnr IV 
y)«jun 

[ ftlfWT 7( 6 ) %fen^ ] 

f^ f^. ^fT^fecT Bypi^ c^ ^ Ftyr) 

(RryPPr Rryn^/'^eR^ wftyyKrf ^ y^^M y^) 



4] 




cTI^ : 


v^vjil ^aTcTT 6^ 

(ft^ fm\ ^yichlvi) 

'cf^5^T cTc^, %^\ 

1 , ^ 5^, 

^ f^cvTl- 110066 
’Hmi 

^ .^ ^5Rrr (<txti ^TcfTJ^jff^ ^ et^c^f ^ vjric^ 

^ ftftifem aft? flf?0 ftPiiiH, 2009 ^mI4t ■$ g^^a» i ^ 

3ig^ ^ 3i5»rtrr ^ fen? an^^ 

1- cpar clini^qjclco ^ f^Pl*iiai f ufr [cpKpft cfjT ^ 3 fk IJ?! W] ’W l ^d 

^ 3r#T [cqfe ^ tpif cpT ijjr cbw'l^lK cfTf ^ f, ^ [;3iR<fR m 

^ ^ 31^ ^ 30^ t/^ f, ^ ^ 6# 

W ^ cf^ 3fr7 m) ftPm, 2009 ^ 

f, ...^ imrft ^ ^ ^ g^sw %!n ^jtiw i 

2. l^f’i*if“WI'<l ■gl^: v3cRT BqaRR [Sffe ifT ^ cPT 'JJT ^] 5M ft P l f^d ^ 

afrarfcTcr, fe^iT w t aik w ^ aflY w] ^ 1?rf^ f^fnjr ttitt t ^ 

['^^/atFiTcraj w ^ aik TOT] ^ anror 1 ?ito tot t. 

3. ^ TOR kror ^'aigTOTTTT: if/TO TO^ ^ qkcRk TOTOft. ^ ar^TO^ gfe 

t, 1% 9 T3TO^, 2012 ^ [TOcPTO TPI TOT] c^ fcR arf^Rj^ ^ 
11 (arfSl'tjcHi ^ ??T^c|;) TO-ilTO TOcPTO (kt TOk 3T j^lRd stt) ^ TOET 
cTTf^/TTroTTO /ar^JTlro ^ TO? TTfrT TOTTO f 
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[Part Ul—S k. 41 


THE GAZETTE OF ^lA : ^TRAORUINARY 

4. ciic1 l ^4^dcb ^ ^ ^ ^ 

31^'tfN) ^ ^ 'MdH % 1 


5. ^ 'HKoft ^ vJMcb'iUT/TTf^ ^ stfR: 


Hl'Sd ^ ^11*1 


RRifc'iji 

He^J Pi'hyui 

ysjflcH (HHcll 

— 

RtJd \d»T»TRT 

— 

^8TR 

— 


(fcIOTFT ctTO W ^ (?eR ^ ^ 

srrfTK) 3pfHN) 


6. ^/^ ef^ yi'dM ^ [fcI^FffR ^ <Aqd 

^ ^'Wfelf^ STTcT^ ^ ^ M^lcid ^ hR^cI-I ^ ^^16*10 

t/tl 

7. ^ qidl^4^d4> c^ ^ dl'Jl'isi ?T^ ^ fcHTT^ 'dcMicfd ^ 

3ncfj^ ^ c^qfcH'^l ^ 11 

8 . A /■^ e2j^ RlPlRk^ ^ ^ fTFT^ ^ 'tie*ia %/% 

^ zrf^ ^ ^ Cf^ ^Tm ^ t cfr ^ ^ STTcm^ ^ 

9. ^/-^ ^5^^ ^ ^5^Mt ^aFT ^ ^ wi 

c^ MiRici^er t 8ft^ ^ ^'cr ^ ^ Rr^ ^ ^ 

R^ 1 

10. cjtpt ^ %/'^ t Rr> 3TT^ ^ ^ ^ ^ ducM^) ^ 

dHcbl^l TT^ ^\i ^^TRfr t ^ 3Tr^ ^ ^ 


Rq! I 






[W\ 111—^^ 4] 


■iTRcT ^ 


9 


crrte 


...(^) 

..... 

^... 

^ ^... 

^ 3fr? ^ 3ftY ^ ... 


[ f^Pnm 11( 4) ] 

^ qr^did ^ amwT ar^w?^ ^ Pc^ 




^ ftcrfi, R’ilcf? .2011 

^ ^arm s^, w armigc^jTcpf ^ ir? ^ f^ | ^ife<ji aik ■?)%) 

2009 c^ 7 'jT’kff argTiiR srrWr 'T5f k 

^^^-•••• ^.^ srg^TR cP8T ciidijcijcHchi' tR kro %ra>i4 ajgj#, 

RPiRt ?Tcif 3ik Rkcpff c^ ar^icT^ c^ 3 iw]#=t ^ ■>i^ sSt I 

2. '^ull ^STrlT «i’<l, (cPST .cllcii^qjyfcfi'l ^Weff xJdci) ^'UcJiiR ^ ftkifeJTf 
"Jtfrr) fctPTTPT 2009 7^ RPlild _i 1 -af^Skr # gw g r c iT '^g^Hcb Wsgr.. 

...^ afk trfrsm ^ t afk aim^ f^ciw, ^1 ?r, < 5^5^ 

cHTmkt ^... 
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^ ^ ... cTT^I^.. ^ ^ 

■TTZIT an cj|c1l;ict^dcf> ^ 3TFI^ ITNT txTWI^ 

f^rPRpff ^ ftpm 3 ^ 31^ er^fd[ ^ 'Hy^Rfcr ^ WTFH ^ ^.3TT. 

U 18l(3f) 12 dHcl^t. 2009 ^ 4 ^ 3T?ft^ T?^ ^ ^ Pl^qxi 

stPTc^j^ . irn^T vioi^jT m4t .(Ria'i4>, 

^5^ czTFn^ ^ ■^) 3[ftcr7>(ui 3ft? srr^ yfaPiR4t ^ 

q^xlH ^ ^ ^ t 3j^ . ITNT >U^cp ^ ^ ^ ^ 


3. -aj^ 3nT^ 3Tl^lcf>^ ^ Tn?2R ^ ^ 2 ^ ^ 

. ^ m^.U18l(^.) cU^I 12 ^JpfcTft. 2009 ^ ^ ^ 

^ STJRM '5Tm ^ ^ 12 viPf^, 2009 ^ ^.STT. 'i\'^ 18l(i) ^ 

3 3ft? 4 ^ vdMc^fjid ^ 3T5^ ^aFT ^f> 1^ 1?^ 


yc^TlftcT y^Vl5Jiicii t, cH> 1 

4. ^ ^ ^ ^ ^ ^ fl 

vjM<Rl^ ^ ^ ^ f ^ wim 

TTTTO, ftff^rf^ ^ aTOTT, a^ 3nR ^ ^ ^ ^ 3IW^ sn 3lk 3TFI^ FRT 
RPif^d / ^imiRia ' ci?aT ciicii^jci^d^ ^ ^ ^rpn ^ 

3]|i|<^ UT^ y^cl I^Tt 3ii^q-l ^ dd^ yWT I ^ 3imcp gKl ^ 

6zM ^ 3Tgd^ 11 ^am mRu||^ 8TFI^ ^ ^ . 

. ITdT yi(^c|7c1 d«T^ C^f^ dR ^ 3fN^ ^ ^ I 

yc^lR r^ y^iVl^ ll d l . ^ ^ ^ddlNd dted ^ 

^ 3fR diad ^ ^ 3nd^ 3r3#^ f^ ddT sfT I 

5. vjffd >HdJim d^tam ^ d^ FdR yil^ci^n 3Tl^ld)W . 

^ dWT dd.STT. 181 dT?t^ 12 'dddft, 2009 ^ ^dldW 4 ^ STJdK fefdT 

ddT 3fR FdT^ dlfe^d 8Tte^ FTd .... ITd ^ ^ ^ 

cRc^ ydTTftd yilVl^lldl cTd> dTdT ddT 3fR ....^fTdTTqpT 

^ yil^cj^d viRiPiRr d^rr snd^ yfciPiRi^l F^drar^f ^ dFd yi^r 

d^ d? vicfj^t d^ dd> fcfRpsd dFdTd ^ d^ I 

6 . isiHt^41 » >|d yed i t 'd y^l^ l ^j l ld T ^ ddd dlf^Tc^d ddf^ Ifld ^ ^ ^dR 

dd. ^ dd 3fr7 yf?i^>[diaiR^ 1%d dd dotard dRdid f|R^td d^taRT 

^ddiTdd RRd ^! d^tam Rqt€ ^ d^taRT ^ d^ diaft ^ ^ ^ 

FdR yif^ci^d ^^RTiaRcf^ ^Td d?dd> ^ ^ F^dTarRd ^ 11 d^taRT dRdld dF ^ffe 
















[«!R III—4] 


’TOT ^ wm : aTOTtron 


|] 


f fctPrf% 3ik «rraN tNJ ^ cfser 181 (sr) 

crrfR? 12 v3^, 2009 ^t ^ i ^ p()<i-<'t ?I«IT 3lk ^ 

^ ^ %f fciftrf&irf anti^ ^ ■»i^ aipiT ^ ?Rff afk Pmspri g>r 

^ ^ ti 

7. ^jurf ?ai?TT ^ (5)«T clldl^clj^dchf ^ cl?^ ^ qft f^ ft r fe Tn 

ajk '^tt?r) 2009 11 (4) ^ (cp) 

cp'ifii t f^— 

(?5) cf5ST cllclljcljdch c^ ^tWeT ^ ^FTSRI^ g>r ^ ^1 

(^) «qjrt 1%^ 3)^mdH ^i ^TyfR ^ ^ g>r fsni; 3lk 
(^) Rsiimh wTifr 'R 'd'utjl^id g>r i 

8. anWr wmrr t 5^ ira ^ v5n^ ^ ^ ^ ^ 

'•Tld'i qcffcfrT ^ETR 'd^tff cpi'iqi^ ^ vifF? aftr ^ ^IRT ^ sra^TFf ^ H^ttiq 10 

iftcR, 3f8?fci -201-^ ywT V ^i argqran i tjR ■gw ctt^ ci^ 

argtTrag yw iWt t ^ eq^, g7«if ^?raT «q^ cper ^'cii^tijdcRl ^ 
ggc^ c^ f^Rifcqi sfk ^) ftPm, 2009 ^ RPi^h 11 ^ gq 

RPiqn (5) ^ (^) c^ grr if ert^ I 


9- 'ij'JiI ^sicTT sq^^i (cP8T ^ •efeiiH'i q? gg^ 'gw^fg g5t 

fcrt^rfegf sik fif^) RPi'gg, 2009 ftRgg 11 RPrirg (4) (5) (e) aik (7) ^ 

3R[gR fg ggreT if arFf argg^ g>kci4 ^kgr 1 


gf^m, 

'Jj'Jil gsicTT 6q^ 

gcFgiR : 

1. 3RTW ^ftScT g5t TktSRT kiM 

2. fM^Frfgr grg WETR 




12 


THE GAZETTE OF INDIA ; EXTRAORDINARY 
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^ Tlf ^ 

[ftrPm ii(4)^fi3n^] 

^ ^ ^ iTfgcr vmj) 

^aTcTT (cf^ar qioi^ci^dt^l ^ c^qcil ^ cf>j- fcTf^ifeiii' 

f^Pr^FT 2009, ^ 7 ^ ^ ?tT .;. ^ 

qiai^<^ciq>l ^ ftPl^lai. ^ Hfeef . ^ . 

. . ^ gfcPfcT..... e(«r^ ^ BqTffq ^ 

^ar cncTTg^eT^ ^ ^^qef fxIWT^ ^ 3T5^ ^ aft 1 

■^aTcTT G^ (qiar q(ai;2^cicr>l ^ c^qcil ^ fcrflife^JT g?k 

f^f^PFT 2009, ^ f^Ptqq 11 ^ vjtf f^Ptqq ( 4 ) ^ ^ ^ ^ 

Pi*-ifdRsici f^r^ "TT? ^1 tflquii f f^ ^rnfr 3ft^ ^ P l HfetR^cl <b \ ic\ \ 4 

^ ^ ^ 11 





<^1 ^1^ cDi'Jqi^ 

(1) 

Pl<^;jll q?T grgqjeR ci>^ 

^ elGT^ ^ etel^ 

'H'yc^f55d ^ 


4i qivjIK ^ ^ q^ 

C1<T) <»l«IOI (j)ct> Cf>^ f^qi 

tl 

(ii) 

^'<1 qq grijmdH cf>^ 

^ qivJiK ^ TffT 

^!cTT 

gIMK ye) ^\ ^|c[> ^ 

TRTT 1 1 

(iii) 

f^Rlfe<4rj cp) qqcll 'Jll^ 

?tcll 

star 


TThuTT gfh? ^ grj^ ^ ti 


^ 1*1 

^ gft^ ^ 

cr'^’Ti/q^ gnf^ ^ ^ 
^4 ^ '{flel 













[m 111—^130^4] 


'TRcT ^ TF3nT3 : STHmROT 


10. ’Jyt ftPnwf ^ fcfOTFT WH iR, Pi let Rad 

srarfcl:- 

"31^ 

[ftPm 3(2) 

1. Ijf!|5cf> ^ WqflfcT q>t uTT^ qTcfr ^ s: 

era? cTPi) ' 
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W1 

. THE BUREAU OF ENERGY EFFICIENCY 
NOTIFICATION 
New Delhi, the 8th October, 2012 

No. 2/1 l{5)/03-BEE-2.—[The following draft of certain regulations further to amend the Bureau 
^ Enefgy EITiciehcy (Particulars and Manner of their Display on Labels of Room Air 
Conditioners) Regulations, 2009, which the Bureau with the previous approval of the Central 
Government, proposes to make in exercise of the powers conferred by clause (i) of sub-section 
(2) of section 58 read with clause (d) of section 14 of the Energy Conservation Act, 2001 (52 of 
2001), is hereby published as required by sub-section (1) of section 58 of the said Act for the 
information of all persons likely to be affected thereby; and notice is hereby given that the said 
draft regulations shall be taken into consideration on or after the expipy Of a period of thirty days 
from the date of publication of this notification in the Official Gazette. 

Any objection or suggestion which may be received from any person with respect to the 
said draft regulations before the expiry of the aforesaid period of thirty days shall be taken into 
consideration by the Bureau. 

Objection or suggestion, if any, may be addressed to the Dinsctor - General, Bureau of 
Energy Efficiency, Ministry of Power, 4"^ Floor, Sewa Bhavan, R. K. Puram, Sector-1, New 
Delhi - 110 066. 


Draft Regulations 


1. Short title and commencement.- (1) These regulations may be called the Bureau of 
Energy Efficiency (Particulars and Manner of their Display on Labels of Room Air 
Conditioners) Amendment Regulations, 2012. 

(2) They shall come into force on the date of their final publication in the Official 
Gazette. 

2. In the Bureau Of Energy Efficiency (Particulars and Manner of their Display on Labels of 
Room Air^Conditioners) Regulations, 2009 (hereinafter referred to as the principal regulations) 
in regulation 2, in sub-regulation (1),- 

(i). after clause (b), the following clause shall be inserted, namely:- 

‘(ba) “label period” means the validity period of the energy efficiency ratio under the energy 
consumption standard specified by the Central Government under clause (a) of section 14 
and in case the end period of the energy efficiency ratio is not specified, it shall be deemed to 
be valid until a new energy efficiency ratio is specified by the Central Government;’; 
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(ii) for clause (e), the following clause shall be substituted, namely 

‘(e)“star rating or star level” means the grade of energy efficiency displayed on the label of 
the room air conditioner based on the energy consumption standard notified under clause (a) 
of section 14 to denote the energy efficiency of the air conditioner;’; 

(iii) after clause (e), the following clause shall be inserted, namely 

‘(f) “trader or seller” in relation* to any labelled room air conditioner means, a person who 
sells or distributes any such room air conditioner and includes the shopkeeper, trader, 
manufacturer and permittee given permission to affix label on such room air conditioner.’. 


3. In the principal regulations, in regulation 3, in sub-regulation (1),- 

(i) after clause (k), the following clause shall be inserted, namely;- 
“(1) label period.” 

(ii) after sub-regulation (1), the following sub-regulation shall be inserted, namely:- 

“(1 A) The particular specified in clause (1) of sub-regulation (1) shall be displayed 
on unitary type air-conditioner after the 3 December,2013.”. 

4. In the principal regulations, in regulation 4, the existing regulation 4 shall be renumbered 
as sub-regulation (1) and after sub-regulation (I) as so renumbered, the following sub¬ 
regulations shall be inserted, namely> 

“(2) With the revision in the energy efficiency ratio resulting in revision in star level for 
display on the label of the room air conditioner notified under clause (a) of section 14 of 
the Act, every permittee shall ensure that- 

(a) the stock of room air conditioners with label displaying the star level available in 
the market is fully exhausted or relabelled or withdrawn from the market before the 
date from which the revised star level comes into force; 

(b) the room air conditioners with the label displaying the revised star level is put on 
sale in the market with effect from the date from which the revised star level comes 
into force and the label period displayed in clause (1) of sub-regulation (1) of 
regulation 3 shall indicate the validity period of the revised star level; 

(c) all the preparatory steps including awareness of the dealers, retailers, requisite 
publicity for their education as well as for the education of the consumers shall be 
well planned and taken six months in advance of the date from which revised star 







rat Where the pennittee failed to ensure compliance with the provisions specified in 
clause S o^rregulLn (2). on account of market conditions beyond his control, and there 
are reasonable grounds to believe that the consumer would find it difficult to make a consid r 
tooTri^rof energy efficiency between the air conditioner referred to in clause g ^d 
clause (b) of sub-regulation (2), the permittee, with the previous approval of the Cenfral 

Government shall dis^Ly energy efficiency ratio, referred ® 

of reeulation 3 on the label in green colour as per design shown m the Schedule to m^e 

distinction between the air conditioner referred to in clause (a) and clause (b) of sub-regulation 

( 2 ).”. 


5. Inthe principal regulations, in regulation 7,- 

(i) fpr sub-regula (3), the following ^ub-reg^^ be substituted, namely:- 

The permission so granted under sub-regulation (1) shall be valid for dination for which the 
star level specified by the energy consumption standard as notified by the Centra ovemmen 
un der clause (a) of section 14 is in force. , 

(ii) after sub-regulation (5), the following sub-regulations shall be inserted namely:- 


“(6) The permittee who seeks permission for continuance to affix label on the existing 
tnoLl of the room air conditioner from the date from which the revised star level 

comes into force shall submit only a declaration in form IV, 

(7) The permittee shall seek permission to affix label afresh, if new model of the 
room air wnditioner is planned to be launched synchronising with the ^Jised stw 
level, and application for such permission shall be made six months in advance of 
coming into force of the revised star level.”. 


6. In the principal regulations, the existing regulation 8 shall be re-numbered as sub- 

regulation (1) and after sub-regulation (1) as so re-numbered,- 

(i) after clause (f), the following clause shall be inserted, namely.- 

“(fa) the petmitee shall display on-its web-site an “Plated list of authorised 
retailers, sellers appointed to sell their labelled products and furnish the same to the Bureau as 
well as to the State Designated Agencies as on 1 April of each year. 

(ii) after sub-regulation (1) as so renumbered, the following, sub-regulation shall be 
inserted, namely:- 
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“(2) The particulars displayed on the label affixed to the room air conditioners offered for 
sale or displayed for sale, or on its wrapper or container shall be deemed to be a statement made 
to the public when such room air conditioner is sold, sent, delivered, transmitted or in any other 
manner, made available to a member of the public and every trader or seller of such room air 
conditioner shall be- 

(a) bound by such statement before the member of the public; 

(b) under obligation to comply with these regulations; and 

(c) responsible for selling room air conditioners in compliance with these regulations.”. 


7. In the principal regulations, in regulation 11, for sub-regulations (4) and (5),the following 
sub-regulations shall be substituted, namely:- 

“(4) Where the second test fails, the Bureau shall, - 

(a) direct the permittee, in Form V, under intimation to all the State Designated Agencies, 
that the permittee within a period pf two months shall,- 

(i) correct the star level displayed on the label of the room air conditioner or remove 
the defects and deficiencies found during testing; 

(ii) withdraw all the stocks from the market to comply with the directions of the 
Bureau; and 

(iii) change the particulars displayed on advertising material. 

(b) notify the consumers in such manner as it deems fit; 

(c) intimate to the concerned State Designated Agency to initiate adjudication 
proceedings against the permittee and the trader.; 

(5) The permittee within ten days of the conclusion of the period of two months referred to 
in sub-regulation (4) shall, - 

(a) send the compliance report in Form VI to the Bureau with respect to action 
taken in compliance with the direction; and 

(b) in case compliance report referred to in clause (a) is not received within the 
specified period, it shall be deemed as non-compliance of the direction issued 
and orders to that effect shall be passed by the Bureau. 

(6) The Bureau shall send a copy of the compliance report referred to in clause (a) and 
orders passed in clause (b) of sub-regulation (5) to all the State Designated Agencies for the 
purpose of section 17 and section 27 of the Act. 
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(7) Where the permittee fails to comply with th& directions issued by the Bureau under 
st|b>regulation (4), the Bureau under intimation to all State Designated Agencies, shall,'* 

(a) withdraw the permission granted to the permittee under sub-regulation (1) of 
regulation 7; 

(b) send report to the Central Government accompanied by the test report in 

support of the failure by the permittee to conform to the energy consumption 
standard notified by the Central Government ^der clause (a) of section 14, the orders 
issued by the Bureau under clause (a) for consideration and taking action under clause 

(c) of section 14 by the Central Government; 

(c) notify the consumers in such manner it deems fit; 

(d) intimate to the concerned State Designated Agencies to initiate adjudication 
proceedings against the permittee and the trader.”. 


8, In the principal regulations, in form II, for the existing paragraph 5, the following paragraph 
shall be substituted, namely:- 

“5, Where the star level plan on review is modified by the Bureau, the star level of the Room 
Air Conditioner shall stand modified as follows: 

(a) if new model is launched synchronising with the revised star level, an application for 
such permission shall be made to Bureau six months in advance of the date from which 
new star level comes in to force; 

(b) where the existing model is continued to give effect to the modified star level, only a 
declaration in Form IV shall be submitted to the Bureau. . 

9. In the principal regulations, after Form III, the following Forms shall be inserted, namely:- 


“FormlV 

Declaration 

[Kefer Regulation 7(6)) 

(For Each different model, a separate letter shall be submitted along with respective Annexure) 
(On the letter head of corporate body / User of Label) 

Date: 



'24 


THE GAZETTE OF INDIA ; EXTRAORDINARY [Part HI— Sw. 4 ] 

To “ 

THE DIRECTOR GENERAL 
BUREAU OF ENERGY EFFICIENCY 
(MINISTRY OF POWER, GOVT. OF INDIA) 

4TH FLOOR, SEWA BHAWAN, 

SECTOR 1,-f.K.PURAM, 

NEW DELHI-110 066 
INDIA. 


^b: Application for permission^ to affix label vide Bureau of Energy Efficiency 
particulars and Manner of their display on Label of Room Air Conditioners) 
Regulations, 2009 as per revision of star level effective from. 


manufacturers of Room Air Conditioner carrying on business at (COMPANY 
f ADDRESS] under the style of [FULL NAME OF INDIVIDUAL OR 
HRM] hereby apply for permission to afRx label on [EQUIPMENT NAME] as specified by the 
^au in the Bureau of Energy Efficiency (Particulars and Manner of their display on the label 

Regulations, 2009 which would go for revision of star level with 


nc r equipment is manufactured or imported by [FULL NAME 

OF INDIVIDUAL OR FIRM] and is manufactured at (NAME AND ADDRESS OF FACTORY^ 
or imported from (NAME AND ADDRESS OF FACTORY/Importer). 

3. Conformation to New Star Level: lAVe confoim to the table change as per TABLE as 
oH, 'rpp S.O.number,181(E) dated 9th January 2012 for the room air conditioner. A i^py 
ot the BEE License/certificate/approval in respect of the above equipment (which was earlier 
approved) is enclosed. ^ ^ ^ 


bee Label (as per revision of star level change) in respect of the Room Air 
Conditioner is enclosed. 

5. Details of the Equipment / Model as per the new Table: 


Model Name - 


Particulars 

Values 

Cooling Capacity 

“ 

Power Consumption 


EER 

— 

Star Rating 

(As per existing label level) revision of star 

level) 


f\j 



583^'^^ liT.- 
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: arartfRtrT 


D T a®«cVt [EXISTING STAR LABEL LEVEL] to [REVISED 

5> 1AK LABEL LEVEL] in manual application as well as in the online web portal. 

1 .1 have submitted my quarterly production data and labelling fee till date for the said Room Air 
Conditioner. 

8. I/We agree to abide by all the terms and conditions specified by the Bureau and extend 
necessary assistance/cooperation to the Bureau in case of any enquiry to be made by it. 

9 I/we authorise the Bureau of Energy Efficiency for selection of sample for verification and 
challenge testing and agree to abide by the directions of the Bureau in this regard. 

10. I/We undertake that the information supplied in this application is accurate to the best of my 

knowledge, and should any of the information supplied be found to be incorrect, the application 
may be rejected forthwith. 

Date: 


Day of.(Year) 

Signature... 

Name. 

Designation. 

For and on behalf of. 


(Name of the firm) 
SEAL OF FIRM 


FORM V 

[ Refer Regulation 11(4)] 

Direction to Permittee on failure of Second Test checking 

To 


. New Delhi, dated the 201... 

Pursuant to the provisions of regulation 7 of the Bureau of Energy Efficiency( Particulars 
and Manner of their Display on Labels of Room Air Conditioners) Regulations, 2009 you were 

permitted to affix label on the room air conditioners vide BEE letter No.dated....... 

subject to the compliance of the terms and conditions specified therein. 

2 The Bureau under Regulation 11 of the Bureau of Energy Efficiency( Particulars and Manner 
of their Display on Labels of Room Air Conditioners) Regulations, 2009 dealing with 
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verification and Testing of the air conditioner number . purchased from your authorised 

Distributor, dealer, retailer vide Invoice number .dated for a price of Rs.and lifted 

as a sample under paragraph 4 of the S.O.number. 181(E) dated the 12 ^^ January, 2009 by 

M/s.an agency appointed by the Bureau for verification of the particulars displayed 

on the label under Regulation 3 of the aforesaid Regulations, affixed by you on the aforesaid 

purchased room air conditioner. The sample duly sealed by M/s. was given Unique 

Identification serial number embossed on the lifted sample obtained from M/s.(Name of 

the Distributor, dealer, retailer) under signatures of the duly authorised representative of the 
verification Agency as well as your representatives 

3. The Bureau through its aforesaid Verification Agency had transported the sample referred to in 

para 2 to M/s.. a NABL accredited laboratory for conducting tests in accordance 

vrith the test procedure indicated in paragraphs 3 and 4 of S.O. number 181(E) dated the 12*^ 
January, 2009 for giving Test Report in accordance with the Form given in Annexure to S.O. 
number 18l( E) dated the 12^*^ January, 2009. 

4. The results of the Test Report on the sample bearing Unique Identification serial number is 
enclosed. The results of the Test Report indicated that the sampled Air Conditioner failed to 
meet the energy consumption standard, specified rated capacity, EER, etc. and did not conform 
to the Test details furnished by you in Form 1 annexed to the Application submitted by you for 
seeking permission to affix label on the Room Air Conditioner manufactured/imported by you. 

The Test Results were sent to you vide BEE letter number.dated.in the name of your 

authorised Contact person . You were also requested to attend and witness the Second Check 
Verification Test of the samples at the NABL Accredited Laboratory 
M/s. 

5. The Sample for second check verification Test were picked up in accordance with paragraph 4 
of the S.O.number 181 dated the 12^’’ January, 2009 through our authorised Agency M/s. 

.^d transported to the NABL accredited Laboratory transported by our authorised 

Agency, duly sealed by M/s. and was given Unique Identification serial number 

embossed on the said sample obtained from .under signatures of the duly 

authorised representative of the verification Agency as well as your representatives. 

6. The Test results are contained in Second Test Verification Report duly prepared checked and 
counter signed by the competent authorized persoimel of the NABL Accredit^ Laboratory. The 
test report is also duly signed by your authorised signatory as vritness of 2 "^ check testing. The 
Test Results confirm that they failed to meet the requisite parameters and standards given in 
S.O.number 181(E) dated, 12^ January, 2009 and the terms and conditions of the permission 
given to you for display of particulars on label affixed to the air conditioner manufactured and 
sold in the market. 

7. The Bureau under clause (a) of sub-regulation (4) of Regulation-11 of the Bureau of Energy 
Efficiency( Particul^s and Manner of their Display on Labels of Room Air Conditioners) 
Regulations, 2009 hereby direct to- 


(a) correct the star level displayed on the label of the room air conditioner; 
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(b) withdraw all the stocks from the market to comply with the directions of the 
Bureau; and 

(c) change the particulars displayed on advertising material. 

8. You are hereby directed to complete the aforesaid corrective action within two months from 
the date of issue of this letter and send the compliance report in Form V within 10 days after the 

expiry of two months i.e. by ..201. In case no compliance report is received by the said 

date the Bureau shall proceed to take action in terms of clause (b) of sub-regulation (5) of 
Regulation 11 of the Bureau of Energy Efficiency( Particulars and Manner of their Display on 
Labels of Room Air Conditioners) Regulations, 2009. 

9. The Bureau shall take further follow up action in the matter in terms of regulation (4) (5)( 6; 
and (7) of regulation 11 of the Bureau of Energy Efficiency( Particulars and Manner of theii 
Display on Labels of Room Air Conditioners) Regulations, 2009. 


Secretary, 

Bureau of Energy Efficiency 

Enclosures: 

1. Test reports of the failed model 

2. Correspondence with the manufacturer 


Form VI 

Action Taken Report 
^ (Refer Regulation 11(4)) 

(To be furnished on Company’s letter head) 

Pursuant to the provisions of regulation 7 of the Bureau of Energy FTftciency ( Particulars 
and Manner of their Display on Labels of Room Air Co-ditioners Regulations, 2009 , we 

^ 4 /g......the manufacturer of room air 

conditioners were permitted to •affix label on the room air conditioners conforming to the energy 

consumption standard of.star level vide BEE letter No..dated...i.for the 

model number.<. 


'ik 


V 
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P^uant to the provisions of sub-regulation (4) of regulation 11 of the Bureau of Energy 
Efficiency (Particulars and Manner of their Display on Labels of Room Air Conditioners 
Relations, 2009, we were given the following directions. We hereby declare that the following 
actions have been taken at our end. 



Action Directed 

Status 

Action Taken 

(0 

Correct the star level displayed 
on the label to comply with the 
directions Of the Bureau. 

Yes/No/NA 

The star level has been corrected 
from.star to.star 

(11) 

Withdraw all the stocks from the 
market to comply with the 
directions of the Bureau 

Yes/No/NA 

All the stocks from the market 
have been withdrawn 

(111) 

change the particulars displayed 
on advertising material. 

Yes/No/NA 

Yes/No/NA 


The above declaration is true to the best of our knowledge and belief. 

Signature 

Name 

Designation 

For and on behalf of. 

Name of the Co./Firm etc 
seal of the firm”. 


lOJn the principle regulations, for the existing schedule, the following schedule shall be 
substituted, namely:- 


‘^Schedule 
[See regulation 3(2)| 


L. Details of particulars to be displayed on labels of Window type Air 
Conditioners (Applicable up to 31December 2013) 


(I.l) Label design, size, colour scheme and content of the label shall include 
(i) the following dimensional design of label ,namely;- 






ujuisie 
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lOfrm 43mm • lOrnm 


(ii,) the following colour scheme for the label(Window type Air conditioners), 
namely 


117.555'T!r' 
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AjptaneWlyp# 

:IUC/XXX 

Band 

:XXX 

llodafYMr 

;ABOmY 

■Ccnlna Cipaclty {W| 

:XXU 

PoMtr CenumpUon (W) 

:XXXX 

VhiteU* SpMd CompitMor: VtilNe 

HttePun^ 

; YtiM« 


— 


Blue C;9/. M:». Y.6. K.1 
GfCcnCi1.M:10. Y.90. K:1 


'.r«msixnetcis •♦■r r i:««Tcr •f V V! !' ^ 


.Blacktext (Anal Nanon) 


(iii)the following colour scheme for Bureau’s logo, namely:- 


BLUE- 

Hue(H)-239° Saturatton(S):64% Brightness(B):59% 

Luminance or lightness(L) :28, chromatic components -a:24 b:54 
Red(R):54 Green(G):55 Blue(B): 151 
Cyan(C):97% Magenta(M):95% Yellow(Y);6% Black(K):l% 
Web colour code - #363797 
GREEN - 

Hue(H)-l 50° Saturation(S): 10% Brightness(B):67% 

Luminance orlightness(L) ;61, chromatic components -a:-53 b:32 
Red(R);0 Green(G):l70 Blue(B):87 

Cyan(C):81% Magenta(M):10% Yellow(Y):90% Black(K):l% 
Web colour code - #00AA56; 







[Mm III—4j 
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MRcT : 3RTTMRM 

(iv) the following complete specimen of a printed label for Window air 
conditioner, namely 



(1,2) Material and shape 

The label shall be of durable cardboard, if it is to be attached as a swing tag, or be 
self adhesive and shall be cut to one of the outlines shown in dimension design 
scheme for the label. 
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[Part ID— Sbc. 41 


2. Details of particulars to be displayed on labels of Split type Air Conditioners. 
(Also applicable for Window type Air conditioners after January, 2014) 


(2.1 )Label design, size, colour scheme and content of the label shall include 
(i) the following dimensional design of label ,namely:- 



I? 


POWER SAVINGS I 


7niin 



(ii.) the following colour scheme for the label (Split type Air conditioners), 
namely 































[W] 4] 
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Note: The colour tone at the background of Energy Efficiency Ratio Display 
(Green) will be similar as followed for the Bureau of Energy Efficiency 
Logo. 

(iii) The following colour scheme for Bureau’s logo, namely;- 

BLUE - 

Hue (H)-239° Saturation(S):64% Brightness (B):59% 

Luminance or lightness (L):28, chromatic components -a:24 b;54 

Red(R):54 Green (G):55 Blue (B):151 

Cyan(C):97% Magenta (M):95% Yellow(Y):6% Black (K): 1 % 

Web colour code - #363797 
GREEN- 

Hue (H)-150° Saturation(S): 10% Brightness (B):67% 

Luminance or lightness (L):61, chromatic components -a:-53 b:32 

Red(R):0 Green (G): 170 Blue (B);87 

Cyan(C):81% Magenta (M):10% Yellow(Y):90% Black(K);l% 

Web colour code - #00AA56; 

(iv) The following complete specimen of a printed label for split type air 
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conditioner, namely:- 


IPart III~Sec. 4| 




3 . 10 * 

EER(WAM) 

LatwirMioo [SI Jaii20u -11 fioeeitrt] 




Brand 

;XXX 

Modei.rv.ai 

lABChCm 


:XXXX 

Power Consurnptlon fW| 

:XXXX 

Variable SpMd ComprMMr 

: Yeaflro 

Heal Pixn p 

:Yrc/NO 



>rr i'.-* rr - • 


' tv \ : . ri* - r r w 

/•;. ^ .| i‘' 1 . I c 9. ■ '-T r-: r icrkKV^cnrc'iiKr. 



(2.2). Material and shape 

The label shall be of durable cardboard, if it is to be attached as a swing tag, 
or be self adhesive and shall be cut to one of the outlines shown in dimension 
design scheme for the label. 


JYOTI ARORA, Director General 
rADVT.-[ll/4/l85/12/Exty.] 


Foot Note:—The principal regulations, namely, the Bureau of Energy Efficiency (Particulars and 
Manner of their Display on Labels of Room Air Conditioners) Regulations, 2009 
were notified in the official gazette in Part 111, Section 4 vide number 2/11(5)/03BEE- 
2 dated the 6'^ July, 2009 and last amended vide number 2/1 l(5)/03BEE-2, dated the 
January, 2010. 


Printed by the Manager. Government of India Press, Ring Road, Mayapuri, New Dcihi-l 10064 
and Published by the Controller of Publications, Delhi-1 10054. 
























